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Department of Commerce 

UNITED STATES PATENT OFFICE 

KM WASHINGTON 


Henry B« Stauffer 
Army Security Agency 
Tiie Pentagon Building 
Washington 25 » P»C. 


May 8 , 1947 


Applicant William. 3f« Friedman 
Serial No. 549*0^6 

Filed . ...August 11, 1944 

For Bleottioal System 

Div* 53 


In this case your power of attorney has been accepted. 


Respectfully, 


a 




Commissioner. 


Revoking power of attorney 
to 


C William D. Hall 

c/o Chief Signal Officer 
Pentagon Building 
Washington, B.C* 


Approved for Release bvNSA on 07-23-2014 pursuant to E.Q. 13529 
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